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MUTUAL PROGRAM 
WELL RECEIVED 


Miludi Literary 
day of last work » 
Mrs. LiiVoime i>t*|» 
Wilde gave an inU 
the b >c»k “Sheila”, 
son was assistant 
Mrs. Drpew served 


v lull met Tluirs- Little Richard West i^febratod A largo erowei enjoyed the program 
the home of Ids fifth birthday with a party for put on by the first ward M.I.A. last 
evv. mis. Virginia bis little playmutes, all enjoying Tuesday evening The program con¬ 
esting review of lunch and a birthday eake. sisted of three one act plays. 

Mis. Myra Peter- • * * The first play, “My Cousin From 

ho less and with Oh n Bullock spent the week end Swod.V’ was directed by Mrs. Bar- 
tho Indies a del- here with his family returning to bara McPhee. Those taking part 


icious lunch nt the close of the even- Calgary to school for another 
ing, ' months When lie will finish 

* * • • course. 

Grant Spackman . who has been 
attending school in Calgary has re¬ 
turned iioiiie. 


two 

his 


Mr. and Mrs. D.A. Bennett have 
returned home oficr a month* trip 
to the U.S. Mr. Bennett was the 
speaker et the Second Ward Chapel 
Sunday evening and gave an inter¬ 
esting account of their trip. 

• • * 

The Miladi’s Lit rary Club held 
their annual party for their part¬ 
ners in the Home Ec. room of the 
High School. They enjoyed a whist 
drive and-honors went to Mrs Art 
King and Roi Late ne and consolation 
to Mrs. Roi Stone and Mr. V.J. Har¬ 
ney. 


* * * 

Miss Janet Henninger, a student 
at Logan Utah, arrived home last 
week end for a short holiday. 

• p • 

Harlan Smith is home on leave 
prior to getting his discharge from 
the U.S. Army. 

* * * 

Thursday evening the Sunday 
reliool class of Jim Bridge enjoyed 
a pie bust at his home. 

* * * 


wore Helen Peterson, Vivian Fawns 
Joan Brandley, Shirley Allen, Caro¬ 
lyn mid Marilyn Taylor who nil did 
very well in the amusing little com¬ 
edy. 

The second play written by Mrs. 
Virginia Wilde wan put on by the 
Junior girls and was entitled “A 
Mothers Place is in the Home” 
Those in the cast included Adrienne 
Layne, Velma Vance, Wylene Fisher 
* ole Wing, Colleen Mitchell, Lois 
Stone end Alice Milner. This virtis 
directed by Mrs. Eleanor Hudson. 


“The Great Joanne”, the third 
.Tamos May is home from Calgary play was greatly enjoyed. The cast 


short visit 

* 


Mr. and Mrs. Ira McBride were 
hosts at a delightful party at their 
home Monday evoni lg when they en¬ 
tertained twenty guests. Winners at 


for a 

* * 

Mrs. H.D. Rolf son and sme 
daughter Ann visited in Champion 
the last week with her parents. 

P P. P 

Fireside was held Sunday evening Lee Bullock 


was made up of M Men, Explorers 
and Gleaners. Directed by Thelma 
lit her and Eleano r Hudson, the 
cast included Arlene Hudson Bessie 
Shaw, Lois and Joyce Milner, Wood- 
nifi Wood, Alan Dale Nalder and 


at the home of Mrs. Scott Salmon 

for the Second Ward M Men and Percy Poulson as Uncle Remus 
_ . . Gleaners. Games and Community anc * a nurnl) or of children gave a 

Rook were Mrs. F.R. Taylor and J. Singing made up a pleasant evening. v £ ry P ,e a* mg number as did a boys 

, ... • • * chorus under the direction of Velma 

LeRoy Anderson with consolation D ^ ... _ . 

Grant Sparkman and Jack Hum- Redd Ml3s Gcrnldinc Court ln cost ' 

ume rendered a very pleasing solo, 

and a barber shop quartette made 

up of Roi Ken and Doral Stone rn 


Anderson \Vi f li consolation 
going to Mr. and Mrs. C.A. Layne. 

* * * 

The mem be: 1 <! (he Book Lovers 
Score entertained their husbands at 
their annual party Saturday evening 
at the home of Mr. and Mrs. Heber 
F. Allen. Beautiful spring flowers 
decorated tile luncheon tables and 
Mrs. I .eab Jone was the cateress. 

Much merriement was caused by 
the shoi t program and after dinner 
jokes. Rook was later enjoyed lion- 
*%>!•« going to Air. and Mrs. Hamp 
Wifbecii In elinrge of tlie party were 
Mta. Viola Wing. Alva .Norma Woo.l 

Mrs. Dot Witbeclc and Mrs. Dorn 
King. 

* * * 

Mr. Alma Betts lias sold his home 
to Arthur Atwood who has already 


The WellingRellef Society’s ann¬ 
ual birthday party and dance was 
held on Friday night. The program 
was as follows: A cue net play “The 
Grorft Joanne” was very ably give: 
The play was directed by Mrs. Car¬ 
ol Wolsey, prompted by Jessie Chip- 
man and the actors taking part 
were Edith Wilde, Glenna Foote 
Ruth Chipman, Jean Mehew, Bob 
Penrod, Dick Chipman and Gordon 
Wilde. 

Piano selection, Jim Gibb; vocal 
solo Ray Bullock; piano solo, Mild¬ 
red Wilde; vocal solo, Harold Chip- 
man, recitation C.D. Peterson; piano 
duet Ruth Chipman and Edith Wilde 
a piano selection by Mrs. Ruth Pur¬ 
nell, a former resident at Welling. 
Mrs. Purnell and Tom Allen furnish¬ 
ed the music for dancing. The lunch 

consisted of pie and ice cream. 

• • • 

Which do you like better, too much 
mow or too much water? 

* * * 

A number of men from here res¬ 
ponded to a call Saturday morning 
lo come and help at the Raymond 
reservoir. 

* * * 

Flood conditions arc muen better 
r.ow but all culverts are in poor re¬ 
pair. Indications are it will be some 
time before roads are any good. 

baa 

Glenna Foote entertained her re¬ 
ligion class Friday night. 

• • 0- 

Alvin Bullock was in Edmonton 
lart week ns a delegate of the St. 
Mary's School division. 

- §- 


phries were down from Calgary for 
«fche week end. Both boys flew back 
Monday morning. 


BORN 
a son. 


To Mr and Mrs. Sukosliinu 


Larry Terry left the hospital Wed 
needay. 


M.ikito Ikuta in a patient 
lorn I hospital suffering from 
monin. 


in the 
pnou- 


BORN - To Mr. and 

Byrne, ~n daughter. 


Mrs. Ralph 


Mrs. Clara Nelson is visiting here 
at the home of her daughter Mrs. 


taken possession of same. Mr. Betts Maurice Cooper. 


Rosemary with 
and has a shoe 


his 

rc- 


is now living in 
daughter LaVeve 

pair shop there. 

* * * 

Mrs. Varold Rolfson, nee Miss 
Margaret Bennett of Magratli has 
returned home from the hospital 
with her baby daughter. 

* u * 

Miss Ann Weekr. of Lethbridge is 
relieving it the- hospital while the 
matron Mirs Helen Clemis is in 
Lethbridge nurring her father. 


Mrs. Roy Woolley is spending a 
few days in Cardston accompanying 
her mother home. While there she 
will attend the wedding of her neieo. 

* * * 

Mrs. We ley McMullin left Wed¬ 
nesday for a virtt in Utah. 

* * * 

Mr. and Mrs. I.B Roberts left 
Friday to attend conference in Salt 
Lake City. 


Joe Strong pleased the audien 
greatly. At the close of the program 
Mrs. Eleanor Hudson, who has done 
so much in directing plays for the 
church and community was present¬ 
ed with a bouquet of carnations by 
Mrs. Viola Meeks, president of the 
First Ward M.I.A. 

l»lr. ami Alio. Wa.vm: Gough have 
returned after visiting in Magrath. 

* • 

Members of the Mental Hospital 
staff, ail in costume, surprised Mrs. 
Margaiet Jessop, a former member 
of their staff at her home recently. 
A very merry party followed and 
later Mrs. Jessop was presented 
with some lovely gifts. 


H 


Sport 



BORN io Mr. and 
Hazel Crawford, t 


At the Adult Aaronic 
Mrs. Douglas nee meeting a the home of 


Priesthood 

Rulon H. 


i son. 


Miss Lois Fait banks who has 
been wo king in Calgary underwent 
a minor opera tier at the local hospit 
al and is now ccnvalscing at her 
homo here. 

* * * 

Mrs. Inez Hiclten and Mrs. Dorothy 
Dahl were hostesses at a delightful 
party held at the homo cf M»;i. Hici:- 
en last week. R k w: n enjoy d aftev 
a lovely lunch, honors going to Mrs. 
Vanda Grey. 

* * * 

Mr. and Mrs. Clarence Hyde and 
children of Rosemary visited in 
Raymond this week enioute homo 


Dahl,, Ja*. H. V alker gave a talk 
on Church History and Mrs. Delia 
Woolf reviewed "Signs of the Times 
by Joseph Fielding Smith. 

Mr. and Mrs. Alma Hancock ann¬ 
ounce the engagement of their eld¬ 
est daughter Doreen Ella to Floyd 
Harrison, third son of Mr. and Mrs. 
Leland Harrison of Magrath. The 
wedding will take place April 2nd, 
at the home of the brides parents. 


Fiieside was held relently at the 
home of Mr. and Mrs. Ira McBride 
with the Misses Thelma and Bernice 
Pitcher as hostesses. Mrs. Barbara 
McPhee very ably gave a review of 
3 Nephi. Special guest were Bishop 
and Mrs. Hicken end Mr. mil Mrs. 
Lyman Jacobs. 

Mr. and Mrs. J.O. Bridge and 
small son Rodney spent the week 
end in Magrath. 

• • • 

Mi.:. Lorna Michelson and children 
of Stirling are visiting here with 
Mrs. Michelson's mother Mrs. Rae 
Selman. 

Mr. and Mrs. Alec Johnson have 
as their guest Mrs. Mills of Hardls- 

ty. 


Mrs. Stewart of CaicLlon 


Mr. and Mrs.Matisz are the parents 
of a baby boy born this week at the visiting here at the home 
local hospital. daughter Mrs. A.E. Hague. 


i i 

her 


Mrs. Martha Woolley entertained 
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Welling 

NEWS NOTES 

by Mrs. E. K. Hullock 


from Card: ton. Mr. and Mis. Hyde Monday afternoon at a very plcas- 
are former Raymond residents. ant party for her mother Mrs. Hatt- 

* * * Thomas who was celebrating her 75 

Mrs. Eddie Price of Picture Butte' birthday. Those present included 

is visiting at the home of her daugh- Mesdames Sara Holmes, Elizabeth 
ter, Mrs. Arlidge Hill. Fisher, R. A. Nalder, Sara Fraser, 

Ann Woolley, Annie Hovey, Annie • 

Mr, Frelan Dahl arrived home Mehew, Minnie Maudsley, Bessie Gordon Wilde, Murray Bullock, 
this week end from an extended hoi- Allred, Irene Redd and Irene Cooper Chipman and Mel Foote left 

iday in Arizona with relatives. 

* * * 

Mr. and Mrs. Henry Jensen and 
Mr. and Mrs. L.L. Anderson have re¬ 
turned after a pleasant trip to the 
State * 

• • • 

:1 Mr?. Win. Zoboll were 
t Situ* day evening when 
rtained friends. Cards were 
T.hc hostess afterwards ser¬ 
ving a lovely lunch. 

■* * 


Mr. a 
T-ort 
they • 

enjoyed 


The guests enjoyed recalling earlier Monday for a trip that will take 
recollections and outstanding incid- ^ em Vancouver, Seattle, end 
ent' in tlieir lives. Mrs Maudsley is L'tah. They went by bus. 

an old school friend of Mrs. Thomas. 

• * • A number of people as guests and 

Mr. and Mrs. Karl Wildo entertain- hcl P er * from Welling attended ihe 
eel Sunday evening at their hor. Honored Guests party and dance r.t 
for Mr. and Mm. Rosooe Baker. Raymond on Wednesday. The sum- 


Well fans, except for the R.H.S. 
the sport front is very quiet these 
days, nothing having happened since 
la »t week of much interest. 

We did notice though, that. Derral 
Miller, “B” team coach, cant keep 
buttons on his shirt since his team 
is the Provincial Top. You’ll find 
facts and figures inCampus Capers. 

The dates for the Dominion play- 
downs have been set at the 7th, and 
8th of April when the winners of 
the Regina-Winnipeg series will 
meet the Jacks here to decide who 
will go on to Vancouver. 

These dates are the same nights 
ai the boxing eliminations in Card- 
:ton, but don’t feel too bad; the R. 
A.A.A. and the local branch of the 
Canadian Legion will be joint spon¬ 
sors of a boxing card to be held 
hero one night during the same 
week. That way you can have your 
cake and eat it. 

Both Golden and Mel agree that 
it is very nice of Cardstnn to hold 
eliminations for them so that we 
can see only the best of the fighters 
in action. It is convenient im’t it 

The roads from he south are so 
bad that the scheduled games with 
thee Shelby, Helna and other teams 
may not come off. If conditions 
improve we should see some top 
notch basketball before the play- 
downs. 

See you next week. 

- 0 - .. 

Friday evening while the Magrath 
High School team wore playing hall 
rt the pera House, somebody thought 
it wouldbe fun and sportsman like 
to break the window out of their 
school van. However, next day the 
culprits were apprehended by the 
prllcc. Monday they were escorted 
by Mr. Jacobs and the policeman t< 
Magrath where they were made to 
apologise to the Magrath Hgli 
School and to make restitution for 
the broken vvmJ w\ Lluy vvi 1 app¬ 
ear in Juvenile Court in the necr 
future. 


STIRLING 

NEWS NOTES 

By Mrs. Lief Erickson 

Services Held For Mrt. 
Mary S. Christensen 

Impressive funeral services were 
ill in the Ward Chapel on Satur¬ 
day, March 15 for Mis. Mary S 
Christensen, one of the oldest sett¬ 
lers of this village. She had been in 
i ailing health for years and death 
(ame as a relief from her suffering. 

She had been an active worker 
I oth in church and community aff- 
j irs and always discharged her re- 
ponsibilities faithfully. 

The service was conducted b 
Thomas Ogden. The speakers were 
Elder Heber Perrett and R. G. Har¬ 
dy who spoke feelingly and eulogiz- 
r J tile life of the deceased. Special 
i usical numbers were given by Al¬ 
fred Zaugg, Albert Clark and Larrie 
i nd William Hogensen. The floral 
t ibutes were numerous and beaut- 
iful. The palbearers were all grand¬ 
sons of the deceased. 

Mrs. Christensen loaves to mourn 
her pa: sing, three sons, Allen and 
Harold of Stirling, Lenay of Rose¬ 
mary and two daughters, Mrs. Alma 
Hancock of Raymond and Mrs. Geo. 
Loxton of Magrath. Her husband 
pre-deceased her many years ago. 

• • • 

The three one-act plays presented 
by the M.I.A. were well received by 
a large and appreciative audience 
Mrs Elodia Christensen was the dir¬ 
ector with Enid Proctor, Eleanor 
Egland and Melvin Seely assisting. 
The plays presented were “The 
Great Joanne” The Woman in the 
Freight Car” and “Lets Make Up” 
All characters wore very well sus¬ 
tained and an entertaining evening 
was enjoyed. 

• • • 

Mrs. Freda Tillack left recently 
for Michigan where she will visit 
with relatives. 

m m m 

Tom Fisher spent the week end at 

Jefferson, visiting at the Peirson 
home. 



])” operand 

officiary 



Honors at cards went to M.\ and 
Mutt Ralph. Mr. and Mrs. Baker 
are leaving soon to make their home 
at Llangley Prairie B.C. 


Miss Myra Dahl, who is attending 


“The Outlaw” Friday and Satur- 
gchool al Provo, is spending a short day at the Capitol with 2 show each donated by Mi . and 

holiday at home. night. . Card were lovely . 


ptious dinner and program was en¬ 
joyed very much by all who attended 
The committee should be hignly 
commended oh the efforts put forth 
each year to make ruch c. pleasant 
day for so large a number. The lad¬ 
ies corsages and flor.il decoration/: 

Mrs. Sew-irt 


Mis Helen Garrett entertained at 
a birthday surprise party for Miss 
Jean McOilvary Monday afternoon. 
Twelve guest* were present and aft¬ 
er open ng the gifts, games v/ere 
played. A lovely lunch was served. 
• • •. 

See 4 The Outlaw” Friday and Sat¬ 
urday. 


m * * 

Mr. and Mrs. Reed Shields and 
children of Glenwood spent Sunday 
at the home of Mr. and Mrs. Ray 
Hardy. 

• • • 

E.N. Peterson spent several days 
on business in Cardston last week. 

<4 * • 

Jack McLain was at Magrath last 
week owing to the illness an ddeath 
of his father. 

• • • 

Dean Tillack of the permanent 
air force is home on furlough. He 

is stationed at Portage La Prairie. 

• • * 

Mr and Mrs. Lloyd Erickson have 
moved to Raymond temporarily 
where Lloyd is employed by the 
Sugar Co. 

• • • 

Mr. and Mrs. Lorenzo Hergett left 
at the end of the week for Salt Lake 
City where they will visit until the 
General Conference. They weie acc- 
ompanid by Mrs. Hergett’s parents 
Mr. and Mrs. W. Quibell, who have 
been visiting here for the past three 
months. 

* * * 

William Eaves returned home on 
Friday night from Vancouver where 
he has been since the first * of the 
year. 

• • • 

The Annual St. Patricks party 
sponsored by the Relief Society was 
held Monday evening March 17th. It 
was an apron and overall affair and 
after a smart program dancing was 
enjoyed to the music of Johnny’s 
Premiers. 

* * * 

Mr. and Mrs. Willis Fawns have 
returned home after an extended 
visit n the U.S. They returned by 
way of Crows Nest Pass after visit¬ 
ing friends in Vancouver. 

• * » 

Miss Lorna Mertz entertained a 
number of the 4 teen agers” at a 
birthday party on Monday evening. 
The interesting feature of which was 
a candy pull and peanut bust. 

* * • 

Evan Hill is home again after 
attending the winter semester at he 
B.Y.U. 


A new cafe, “Lila 
by Mrs. M. Bodnaru 
opened this week. The XfblfN^as in¬ 
vited to inspect the 
promises and treats “on th 
also a ticket on the lovely door 
prize were given to those attending. 
The door prize was won by Miss 
Ixirna Mertz. 

• • • 

Mrs. Hazel Erickson and young 
daughter Jennifer left on Friday 
train for Edmonton to join her hus¬ 
band. 

• • • 

The Library Board sponsored a 
very successful affairon Thursday 
evening. A hot chicken supper was 
served tq a large crowd, the pro¬ 
ceeds of which will bo used to im¬ 
prove the local public library. T. < 
program which followed was much 
enjoyed. The dance which was sched 
uled however had to be cancelled 
owing to the flood conditions, the 
orchestra being unable to get throu¬ 
gh from Lehbridge. 

jt • 9 

The flood waters which recently 
swept this district are now receding 
and things are gradually getting 
back to normal. Repairs are being 
made to highways and C.P.R. tracks 
which were badly damaged by the 
high waters. However the ban on 
No. 4 highway has not yet been lift¬ 
ed, consequently bus and mail ser¬ 
vices are still slowed down. 

-§-- 

New Dayton 

NEWS NOTES 

Mavilyn Chr stengen 

Mrs. J. McBean is a patient in 
the St Michaels hospital Lethbridge. 

9 • • 

Friend s will be sorry to hear that 
Mrs. Norman Morrisson is a patient 

in the St. Michaels hospital. 

* * * 

Mr. Donald Christensen has re¬ 
turned home after a long period, 
wo. king in the Bank at Warner. 

• • • 

Mrs. J. Peat has been visiting in 

LothbrldffC for the past two wn«Ka. 

She arrived home Tuesday Mar 18. 

• 0 • 

Mr. J. Capewell has arrived in 
New Dayton to continue work here. 
He has been visiting relatives in 
Lethbridge for some time. 

* * * 

Reverand Wood of Lethbridge 
ofLciated in the United Church hero 
Sunday. He took the place of Rev. 
Ellison who has in the past officiat¬ 
ed c.t the United Church. 

*• • • 

Miss Lois Cress is expected to 
arrive home Friday from California 
where she has spent the winter 
month in Arcadia. She is the daught 
cr of Mr. and Mrs. J.J. Cress. 

* * * 

Mr. and Mrs. C.L. Atkins will re¬ 
turn home from California where 
they have spent the winter. They 
will arrive March 28. 

• * • 

Mr. and Mrs. Edwards wil larrive 
home sometime during the next two 
weeks. They have been epending 
part of th winter in Florida. 

Mrs R.P. Aildns was pleasantly 
surprised Sunday when a numbe rof 
friend3 gathered at her home in 
honor of her birthday. A pleasant 
evening was spent playing bridge 
and a tasty birthday dinner was 

served by her friends. 

* * * 

Mrs Norman Morrison has return¬ 
ed home after a weeks illness in the 
St Michaels hospital 

# * * 

Mrs G Whitesel left last week for 
Victoria B.C. to join her daughter 
Jean. Mrs. Whitesel plans to stay 
indefinably. 

* * * 

Mrs. J. Reed has been visiting at 
the home of Mr. and Mrs. L. R. 
Queener for the past two weeks. 

* • * 

Mr. and Mrs. J Peat were guests 
at the home of Mr. and Mrs. C. 7. 
Mahood Saturday evening. A pleas¬ 
ant evening was spent playing bridge 
and a light lunch was served by the 
hostess. 

• * * 

Frkndi will be sorry to hear that 
Mrs. B.B. Meldrum is a patient in 
the St. Michaels hospital Lethbridge. 


Mrs. Clarence Kaupp is a patient 
in the St. Michaels hospital. 





LINIMENT 

Good for 


TIIE RECORDER. RAYMOND. ALBERTA 


SON RE-UNITED TO 
MOTHER AFTER BEING 
STOLEN YEARS AGO 


BRITON FORESEES 
FLIGHT TO MOON 
IN SIXTY YEARS 


LONDON.—A trip to the moon 
"within the next 50 or 60 years" In a 
space-ship travelling at thousands of 
miles an hour was visualized by Prof. 
A. M. Low in an interview recently. 

The past president of the British 
Inter - planetary Society pictured 
pioneers wearing suits designed for 
protection against intense heat and 
cold and carrying their own oxygen 
supplies, seated in a giant space-ship 
navigated by radar and driven by 
atomic energy. 

"The first useful experiment in this 
direction will undoubtedly be the 
Amercan ‘rocket postal service’ be¬ 
tween the United States and Britain," 
he said. "If you can travel from 
America to Britain by rocket—and 
no one doubts that you can—you can 
certainly travel to the moon. 

"Hundreds of thousands of people 
will amost certainly be killed in first 
attempts at inter-planetary travel, 
but if as much money were to he 
spent on designing space-ships ns has 
been spent designing weapons of war 
a safe method of making the journey 
would no doubt be found in time. 

"Such a space-ship could be de¬ 
signed, but it will not be built now 
because it is quite beyond the means 
of any private society and because it 
has no immediate financial return." 


GEMS OF THOUGHT 


FRIENDSHIP 

A friend should be one in whose 
understanding and virtue we can 
equally confide, and whose opinion 
we can value at once for its justness 
and its sincerity.—Robert Hall. 

Real friendship is a slow grower, 
and never thrives unless engrafted 
upon a stock of known and reciprocal 
merit.—Lord Chesterfield. 


BEST DRESSED HIKER — A 

glimpse into the future ns to what 
the best-dressed man will be wearing 
this summer shows this wine-colored 
belted tattersall jacket with walking 
sports shorts to match. It’s designed 
for hiking. 


FUNNY And 


Jones: "If my wife didn’t have a 
can opener, she wouldn’t know 
how to cook." 

Smith: "My wife has one but it 
doesn’t help any." 

Jones: "Why not?" 

Smith: "I found her yesterday 
trying to open an egg with it." 


T/ 0 / 7 S 


GIRLS! WOMEN! TRY THIS IF YOU'RE 


Wife: “That new maid of ours 
must Ik* from New York. She 
speaks of the nursery as the 
•noisery’." 

Husband: "Well I rather think 
that’s the way it should lie pro¬ 
nounced." 


Vegetable Compound to relieve 
such symptoms. This fine medicine 
is irry effective for this purpose! 

For over 70 years thousands of 
—rls and women have reported 


On ‘CERTAIN DAYS’ 
off The Month I 

Do female functional monthly 
disturbances make you feel ner¬ 
vous, fidgety, cranky, so tired and 
"dragged out"—at such times? 
Then do try Lydia E. Pinkham’s 


girls ana women nave 
benefit. Just see if you, too, don’t 
report excellent results! Worth 
trying. 

L _VEGETABLE 

tWPKd COMPOUND 


Applicant: "And if I take the 
job am I to get a rise in salary 
every year?" 

Employer: "Yes, if your work is 
satisfactory." 

Applicant: "Ah, I thought there 
was a catch in it somewhere." 


AMERICAN CURLS ARE 
MARRYING YOUNGER NOW 

NEW YORK. — The Metropolitan 
Life Insurance Company said its sta¬ 
tistics showed that 12 per cent, of 
America’s young women marry be¬ 
tween the ages of 15 and 19. 

American girls marry much young¬ 
er than those in Canada, western Eu¬ 
rope, Australia and New Zealand, the 
report SB Id. 


Extend Farm Lands 
By Government Loans 

Loans for the clearing and break 
ing of 52,000 acres 

made in Canada 

branches of the 


"Walter, there is no wishbone 
in this chicken.** 

"It didn’t need one, sir. That 
chicken lived huoU a contented 
life that it bad nothing to wisto 
for." 


by the 

banks 

under the provisions of the Farm Im¬ 
provement Loans Act. The loans 
were made of 1,008 farmers for a to¬ 
tal of approximately $550,000. Most 
of the loaning for this purpose was 
done in Western Canada, particular¬ 
ly in outlying areas such as the 
Peace River area. Much of the land 
that was cleared and newly broken 
was done by large power units espec¬ 
ially designed for the handling of 
such work, operating on a custom 
basis. 

It is anticipated by the officials ad¬ 
ministering the Farm Loans Im- 
nrnvment Act that loans for the 


presenff 

TOPICS 

of 

VITAL 

INTEREST 


The judge wished to make sure 
that the witness understood the 
solemnity of the occasion: 

Judge—Do you know what 
that oath means? 

Witness—Sure I do. That oatli 
means if I swear to a lie I gotta 
stick to it. 


DoWs 

Before! 


PASTEURIZATION FAVORED 
BY A.M.A. FOOD COUNCIL 

The Council on Foods and Nutri¬ 
tion of the American Medical As¬ 
sociation is of the opinion that "the 
public should demand pasteurized 
milk for drinking and the use of 
pasteurized milk in milk products." 

An editorial in a recent issue of 
the Journal of the American Medical 
| Association states that "the value of 
pasteurization of milk in preventing 
the spread of milk-borne disease is 
1 now well established." The editorial 
quotes an official statement of its 
i Council on Foods and Nutrition as 
stating, in part: 

"The pasteurization of milk is a 
public health measure. The public 
should demand pasteurized milk for 
drinking and the use of pasteurized 
milk in milk products. The dairy 
trade should universally adopt pas¬ 
teurization in the interest of public 
health. Only pasteurized milk is 
granted recognition by the council. 
There is no cogent evidence that pas¬ 
teurized milk is significantly inferior 
nutritionally to raw milk." 


"Noo, son," said Macphcrson, 
"just double up your fists like this 
—verra tightly." 

"Och. for shame on ye, Sandy," 
said Mrs. Macphcrson, "teachin’ 
the wee bairn to fight, and him only 
five years old." 

"Quiet, woman," said Macpher- 
son. "I wasna teachin’ the wee lad¬ 
die to fight. I was just showin’ him 

how to carry a penny safely." 

* * * * 

First Pickpocket: "What are 
you reading that fashion book 
for?** 

Second Pickpocket: "Well, we’ve 
got to know where all the pock¬ 
ets are, haven’t we?" 


Soviet Russia To 
Loan Poland Gold 


It your nose ever fills \\ 

up with stuffy trailrj A 

Blent congestion— 

next time put a little 

Va-tro-nol in each 

nostril. Quickly con- 

gestion is relieved, breathing is easier. 

Va-tro-nol works right where trouble 

is to relieve distress of head colds. Try 

it! Works fine! You’ll like it' 


By ANNE ADAMS 

Cut From One Piece 

One main pattern piece! That’s all 
there is to either of these blouses. 
Pattern 4565 is a happy idea whereby 
you get two beautiful blouses with 
very little effort! 

This pattern, easy to use. simple to 
sew, is tested for fit. Includes com¬ 
plete illustrated instructions. 

Pattern 4565 sizes 12, 14, 16, 18, 
20. Size 16, keyhole neck, 1 yds. 
35-in.; rever neck, 1\*8 yd. 39-in. 

Send twenty cents (20c) in coins 
(stamps cannot be accepted) for this 
pattern. Write plainly Size, Name, 


MOSCOW’.—The Soviet Union will 
loan Poland $28,855,000 in gold and 
deliver armament and other military 
equipment on credit, it was announc¬ 
ed. 

A Polish delegation headed by 
Prime Minister Josef Cyrankicwicz 
has been in Moscow since Feb. 25. 

The agreement provides for a 50 
per cent, reduction in Polish coal 
shipments to Russia; the return to 
Poland of railroad rolling stock seiz¬ 
ed by the Russians as "booty"; and 
the return by May 15 of "parts of 
the German merchant fleet credited 
to Poland." 


production. The banks, particularly 
in outlying areas are co-operating to 
the fullest extent with the Dominion 
Government in making the loans 
which are instrumental not only in 
furthering the progress of individual 
farmers, but in the development of 
the newer districts as a whole. 

An attractive pamphlet giving full 
particulars of the various classes of 
Farm Impovement Loans can be ob¬ 
tained by writing to the Supervisor, 
Farm Improvement Loans, Depart¬ 
ment of Finance, Ottawa. 

Particulars can also be obtained 
from any branch of a chartered bank 
in Canada through which such loans 
are made. 


Address and Style Number and send 
orders to the Anne Adams Pattern 
Dept., Winnipeg Newspaper Union, 
175 McDermot Ave. E., W’innipeg, 
Man. 

All crows are not black. The hood¬ 
ed crow of Europe is mostly gray. 


A lorry driver became tired of 
his work and gave it up to join the 
police force. 

Asked some menthj later what 
he thought of his new job, the ex¬ 
driver replied that the pay was 
good, the hours satisfactory, but 
what he liked best of all was that 
the customer was always wrong. 

* * * • 

Mrs. Blank—Are you sure this 
eentury plant will bloom in a 
hundred years? 

Florist — Quite sure. If it 
doesn’t bring it back. 


Even more responsible in causing 
corns than ill-fitting shoes is the fail¬ 
ure to walk properly. 


AN UNUSUAL OFFER 

DURBAN.—James Robson, Rosyth, 
Scotland, is prepared to give one eye 
to get a passage to South Africa. He 
has written to a newspaper here of¬ 
fering the cornea of one of his eyes 
to restore sight to some South Afri¬ 
can. In return he wants passage for 
his wife and himself and a guaran¬ 
teed job. 


"I’ve come to settle my ac¬ 
count," said the long-term debtor 
"Your last letter was a stinger- 
why it would get money out of a 
stone!" 

"Yes," smiled the tradesman. "J 
chose the best bits out of the let¬ 
ters my wife sends me." 

* * * * 

The henpecked husband was 
seeing his wife off at the station. 

"Don’t come on to the plat¬ 
form, dear," said Ills wife; "it 
will .cost you a penny for a 
ticket." 

"That’s all right," he replied. 
It's worth more than a penny to 
see you off." 


Quebec Division of the Health 
League of Canada. 

Dr. Patton was commenting on 
what she termed the "unnecessary" 
deaths of four children in one small 
community in this province a few 
months ago. 

"Wherever there is a church, a 
school, a hospital, or a doctor, there 
can be set up an immunization clinic 
for at least one week in every year," 
she said. "It should be the duty of 
clergy, teachers and doctors to urge 
the parents in their district to pro¬ 
tect their children against prevent¬ 
able disease. 

"Posters, drawing attention to the 
value of toxoid, should be put up in 
public places, while all homes should 
be circularized by mail." 


• Brisk tasting Liptons Tea, in 
the new Individual 'Measured 
Service” Tea Bags, is always 
fresh, spirited and full-bodied. 
To get brisk tea flavour, ask 
your grocer for Lipton’s Tea 
Bags. 




lUJfcll CHECKED 

H l C Iv ,n a 

■ M m 9 •or Mone/flack 

For quick relief from itching caused by eczema, 
athlete's foot, scabies, pimples and other itcbin* 
conditions, use pure, cooling, medicated, liquid 

D. D. D. PRESCRIPTION. Greaseless and 
stainless. Soothes, comforts and quickly calms 
Intense itching. I >on't suffer. Ask your druggisl 

fpday for D. O. D. PRESCRIPTION. 


In the slow old times it took more 
than one paper sack to hold ten dol¬ 
lars worth of groceries. 


Vitamin D, found in fish oils, helps 
compensate for the lack of sunshine 
in winter months. 2717 


To Feel Right — Eat Right! 



a 
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RADIATORS LIMITED 

Lethbridge 

Calgary Edmonton 

Radiators for all makes of cars, 
trucks, tractors, and industrial 
engines. Genuine factory replace¬ 
ments of your original radiator. 


// 


Desire to Serve-plus Ability.” 


MY WEEK 

by It. J. Deachtn&a 

Now I know what fame Is! I was 

walking down the Htroot this morn¬ 
ing and a few steps abend of me 
was a woman with her little daught¬ 
er, seven years of age. She pulled 
her mother ove r to a store window 
pointd her finger to a picture and 
raid: “Mummy, that.s our own Bar¬ 
bara Ann Scott”. 

Everybody in Ottawa knows Bar¬ 
bara Ann Scott, who by aid of per¬ 
sistant practice for several years 
has made herself famous by picking 
up an European skating champion¬ 
ship. But where in Cnnnda could 
you find the picture of any other 
man. woman or child, which could 
have drawn that little girl to a 
window and made her give, not only 
the name, but the words “our own”! 
This is fame if your picture will 
draw a like comment, you are fam¬ 
ous. 

But what is the reason for aU 
the cx^Uemont? First, the youny 
lady herself was very charming. A- 
mid all the fanfare of publicity that 
her victory h > 'Ou ,r ht her she behaved 
admirably. Then in Canada wc are 
interested in sk; ting, hockey and 
rttiing. These a e winter sports. The 
kiddies are. anxious Jo grow up so 
that they may get into them, the 
older one* l'etca t~> the hockey broad 
casts. Winter resorts ore becoming 
increasingly popular, - they are 
big business in Quebec and Ontario. 
This was not only a victory for one 
person, it was a victory in a field 
of sport in which we are interested 
for a very bright young lady who 
was exceedingly popular. That* the 
reason w«* eh eared so madly. Why 
shouldn't wo cheerT 

* * * 

I read not long ago the following 
item, it turned up today in my file: 
“Now we have learned that mon¬ 
ey is merely the equivalent oi 
goods, so if many people hick 
food there must be somethin, 
very wrong witli the exchange, 
the distdbutton of it. Probably 
it would bo easier to distribute 
goods mor" evenly if every coun¬ 
try produced all it consumed.” 

There is a strangely mixed para¬ 
graph. Money is not the equivalent 
of good;. Mon is abundant in 
China. It ti.kej an armful of Chin¬ 
ese money to buy a new pair so* ks 
The trouble is that there- is too much 
money and too Mttlc goods, so vvnat 
we need in the world is go :<ls . 0 . 
money. 

Now why ’.culd ' oods bo so scarce. 
The answ< 1 

ing nation ; p : luted ■ oo is :u« 
at hundreds of million ; of 
to use thorn in the destruction oi 
goods and fa tnrics and citk , and 
it takes time to recover from six 
years of dest v u t on it will t ike at 
least six years of construe tion. 

The second sentence of the same 
statement is c jually absurd. I have 
seen apples g/o ving in Saskatch¬ 
ewan but is easier to gro wthern in 
Ontario, and let Saskatchewan grow 
wheat and sell it in Britain and use 
the money to buy apples in Ontario. 
The simplest way to obtain things 
wc went is quite often, to produce 
something Use, then exchange it for 
the produ e wc desire to obtain. 
S uncone icm.irked the other day 
that he viewed the present with Her¬ 
edity, the future with hope. I agree 
with him. The things we fear most, 
happen. 


CAMPUS CAPERS 

by MISAK HI RON AKA 

PROVINCIAL CHAMPIONS! Thats 
our B Team! The Opera House was 
packed with fans to see them white 
wash the Medicine Hat boys and 
become the first R.H.S. ‘B’ basket¬ 
ball team to win the provincial 
championships. Of course that did¬ 
n’t come as a surprise to fans be¬ 
cause the boys hadn’t lost any gam¬ 
es since the first one with Magrath 
back at the first of the season. 

Most of the boys of the team, that 
is Garry Kirkhnm, Alan West, Ray 
Iwaasa, Monte Neel, George Fair¬ 
banks, Lawrence Turner, Rex Erick¬ 
son, Pete Shaw, Alan Nalder and 
Akie Hayashi have been under the 
expert coaching of Derral Miller fo<- 
two years. 

Garry Kirkhnm was the high 
rcorer in the last game with the 
’H it .and Alan West was the high 
scorer of the year. 

After winning in their own league 
the boys played off with McLcad 
and Jefferson, winning both times 
in 2 games straight. 

The toughest games, so I was 
told, were with Jefferson and Mag- 
rath but they couldn’t get the best 
of the B hoys. 

The boys were probably the most 
popular of any team in either A or 
U leagues in Southern Alberta. They 
received a lot of support and public¬ 
ity. r.ot only from the students but 
from the townspeople as a whole. Is 
it any. wonder that rumors say they 
may stick together another year 
with Mr. Miller as coach. 


NOW is the time to 

overhaul your 

EQUIPMENT 
for SPRING ! 


Scott’s Farm Supply 


PHONE 165 


RAYMOND 


FARMERS! 

Now is the time to vaccinate your 
young stock (or Black-Leg. Also 

time to put out Gopher Poison. 

See our new Farm Record Account 
Book, it simplifies the years record 
(or Income Tax. 

The Raymond Pharmacy 


Percy Cope 


Herbie Wilde 


ely 


ROTE 

SPOKES 

NEWS ITEMS FROM ROTARY 

A good attendance was present at 
the weekly meeting of our Raymond 
Rotary Club held in the Second 
Ward Amusement Hall, Monday 
March 24th. 

Best wishes for a speedy recov¬ 
ery of Rotarian Mose Fromm were 
extended by the club. Mose has been 
hospitalized with a dose of pneumon¬ 
ia but a visit to 'him Sunday indic¬ 
ated he was well on the way to re¬ 
covery. Authorization for flowers to 
be sent to Mose was given the c ub 
Executive. 

Other members npticable by their 
absence were Secretary Shirley 
King and Tommy Roberts. “Boys, 
boys, you should arrange your Leth¬ 
bridge trips at other times.” 

After a delicious dinner served by 
the Second Ward Ladies Auxiliaries 
(my we do appreciate then;:, busi¬ 
ness in hand was disposed of. A re¬ 
port of our Rotarian Red Civu Can¬ 
vass was given bv Rotarian C. R. 
Wing who is in charge of this work. 
Canvass has gone well to date and 
members were ask 3d to com;, etc 
their alloted territory by the end of 
this week. Some discussion took 
place here, as some members ex- 
pre sod their objections to Rotary 
Club being made a “Collection Ag¬ 
ency”. It was suggested that per¬ 
haps all civic organizations in town 
could band together in an annual 
drive for a “Community Chest” 
President Roi Stone promised fur¬ 
ther discussion and decision would 
be deferred to a later meeting. The 
Community Service committee ad¬ 
vised gco.l progress towards install¬ 
ation cf ‘Town o l Raymond Booster 
Signs” at Craddock and Welling was 
being made. A letter of commenda¬ 


tion from the Cardston Rotary Glut . L 

drew our attention that wc were 

now numbered among the first ten 

clubs in district 110. 

The proposed visit of the Cardston 

Club for this week failed to materiel 
ize as had roads thwarted then* 
goed intentions. This visit has been 
indefinitely postponed until road 
conditions improve. We are looking 
forward to your visit Cardston. 

In the absence of the program 
from Cardston, Frank Taylor of the 
Program Committee called upon 
Rote Lee Brewerton for a report on 
his visit to the lands of our South¬ 
ern Neighbor. Ler gave a very inter- 
e. ting talk, referring to his hospital¬ 
ization, his visit to the Salt Lake 
Rotary Club and other newsy items. 

We regret Lee, that you didn’t make 
it to Sunny California, but were glad 
to hear that the mud of our fair 
city looked mighty good to you on 
your return. 

Next week our meeting will take 
the form of a “Ladies Night” held 
at the home of Rotarian T. George., 

7:30 p.m. when we will have the 
pleasure of viewing films of a 
■South American Tour’ taken by 
Mr. Thompson of Spring Coulee. 

Until then we leave you with thir 
thought: “When we contemplate 
what the gas engine did to the horse 
we wonder what some of these new 
inventions may do to the human an¬ 
imal. Maybe we wont be needed 
either. 




VENETIAN 
BLINDS 

Quickly and Easllyl 

USE 

TRIPLE 
ACTION 


mm 


The Gentle Bleach 


P»H» 


The man who values everything 
by dollars needs plenty of change. 


Water down our principles and 
they soon liquidate. 

• • • 

A National Film Board release 
for the Dominion Department of 

Agriculture, * Vegetable Insect*” 
studies the damage caused by in¬ 
sects to Canada’s vegetable revenue. 
It is estimated that they destroy 
each year, 10 per cent of the total 
crops raised— a financial loss of 
$12,000,000. The short color film 
shows vegetable growers how to rec¬ 
ognize and destroy noxious insects. 


All the comfort of automatic 
heating-plus lower fuel bills 

with a 

FAIRBANKS-MORSE 

Automatic 

COAL STOKER 

That’s because automatic controls 
reguiaic the flow of fuel to the fire- 
bed, where every heat unit is extrac¬ 
ted from the lower-priced stoker coal 
you use. There’s absolutely no waste. 
No chilly rooms in the morning. 
No more running down to the 
cellar as soon as you’re up to at¬ 
tend to the furnace. 

The F-M Coal Stoker is complete. 
No costly extras to buy. It can be 
easily installed in a few hours. Why 
stick to old-fashioned methods 
when clean, automatic heating costs 
no more. 

Investigate NOW when installation 
MADE IH can he easily ami economically made. 
CANADA 

CANADIAN FAIRBANKS- MORSE CO. LIMITED 

810 Ninth Ave.. W.. Calgary 

FOR SALE BY 

S. B. CARD & SONS 

PHONE 63 RAyMOND 



ENJOY YOUR EVENINGS free of 

furnace worrier. Automatic controls 
on the F-M Stoker aacure heating 
comfort. 
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ANNUAL MEETING 


of ths Raymond Co-operative 
Cheese Factory Association 

will be held SAT., MARCH 29ih, 
in tbe TOWN HALL 

^ j- 9 *^0 t j 
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COMING SOON! More 

NEW CASE Machinery. 

For immediate delivery — 1 Only CASE 
D.C. Tractor. Almost new. 

We are agents for the famous 

White Rose Products 

and 

Canadian Oils 


Business - Annual Report - Electicn 
of Officers. 




< 

f 
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V 




| Elmo Lenard 

Christensen Bros. 


§ 

✓ 



the world'* daily newspaper— 

(HE CHRISTIAN SCIENCE MONITOR. You will find yourself one of 

i;,o‘bcst-informed persons in your community on world affairs when 
vou read this world-wide daily newspaper regularly. You will gain 
.. ,h, new viewpoints, a fuller, richer understanding of todays vital 
ws—PLUS help from its exclusive features on horr.emoking, educa¬ 
tion, business, theater, music, radio, sports. 


! 

$ 

\ 

\ 

* 
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I 
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I SPECIALS 

A 

Single burner Hotplates 
Regular price $3.25 now $2.1 5 

I wo slice loaslets Reg. $4.25 now $3.1 5 ^ 

File tube Stewait Wermr baltery radio 

Regular $59.95 new $49.50 

Five tube Emu sen L-allciy radio 

Regular $51.00 new $45.50 


Subscribe now to 

this speciol “flct- 
acquainted" offer 
—5 weeks for $ V 



The Christian Science Publishing Society pB-5 

One, Norway Street, Boston 15, Mass., U. S. A. 

I Enclosed is $1, for which please send mo The Christian 


i 


See us for your I Iousecleanmg needs. 



_ . .__ i Plait'd hiate $ 

Penned 

. 

...._Zone-... Slots-- d 

2 . .. 

1 


SPECIAL 


LEKTR°LITE 

Flameless Lighters 

MARKED DOWN FROM $2.25 


lo $1.75 


£u<fOH Rcuui 
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RICH 

STRONG 

DELICIOUS 


OINTMENT 




O-NIGHT 


m 


11,901 PHYSICIANS 
PRACTICE IN CANADA 


MMRO 


There were 11,901 physicians In 
Canada on July 1, 1946, the Govern¬ 
ment reported In a Commons' return 
tabled for F. D. Shaw (SC 


rMelrose 
* Gffeej 


Acadia). 

They included 74 in Prince Edward 
Island; 492 in Nova Scotia; 293 in 
New Brunswick; 3.334 in Quebec; 
4,752 in Ontario; 706 in Manitoba; 
562 in Saskatchewan; 676 In Alberta 
and 1,012 in British Columbia. 

In the next five years, 3,004 medi¬ 
cal students arc expected to gradu¬ 
ate, including 387 this year, 568 in 
1948, 640 in 1949, 662 in 1950 and 747 
in 1951. 


LOOK FOR THE 
BRIGHT RED PACKAGE 


HEIRESS TO WKI)—June wedding 
is planned by Martha Parke Fire¬ 
stone, daughter of Mr. and Mrs. 
Harvey S. Firestone, seen here, and 
William C. Ford, son of the late Ed- 
sel Ford and grandson of Henry 
Ford. The bride-to-be is granddaugh¬ 
ter of the late Harvey S. Firestone, 
founder of the rubber company of 
which her father is president. 


LET “MR. FISH” BE YOUR DISH—-When one 

* 7 iout of ideas on what to serve for dinner, she says 

TOKYO. — Japan s public opinion , - ’ * 

poll takers report that the pangs of An<l 80 therc ls For cvcr y * Pas0 " is flsh flon,nn ' n 
hunger out-tug the pangs of love. kind of flsh to be had. We’re too apt to snub "Mistc 

Among 506 single Japanese women * n S hlm thp highspot of a mighty fine meal. This 
between 18 and 26 in Tokyo, the poll centre of a savory dinner, even company dinner, 
found that most of them, instead of Baked Fish 

love, wanted in the way of a husband i (3 to 4 pound) fish 1 recipe i 

a man who had enough money to buy 2 teaspoons salt 2 tablcspc 

anything he desired in the black Paprika salad ol 

market. ! Have fish cleaned and prepared for stuffing. Wa, 


China Aims To 
Have More Ships 


NANKING.- Ships flying the Chin¬ 
ese flag will be a regular sight in all 
principal world ports, particularly 
those of the South Seas and the West 
Coast of the United States and Can¬ 
ada if a new two-year shipping reha¬ 
bilitation program drawn up by the 
Chinese government is fully carried 
out. 

Under this new plan- made public 
at a time when the country's leading 
shipping interests are demanding a 
firm stand against any foreign re¬ 
quests for inland navigation rights— 
China is to have between 2 


BRIEFLY TOLD 


There are three sides to every 
question: 

Your side. His side. The right side. 


000,000 

and 3,000,000 tons of shipping by 
1949. 

This is to be acquired by new 
building, purchases abroad, Japanese 
reparations and salvage of vessels 
sunk during the war *4n Chinese 
waters. 

A less ambitious scheme calling for 
increase 


would be gone in 
future.” 


CHITIS 


CANADIAN HOUSEWIFE WILL 
SHUDDER AT THESE PRICES 

THE PAS. Man.—If the aver¬ 
age Canadian housewife thinks 
prices in the corner grocery 
store are high, she should take 
a look at the prices ruling in 
Brochet, 250 miles north of this 
northern Manitoba town. Bread 
—three loaves for $1; sugar— 50 
cents a pound; apples—five for 
$1; butter—75 cents a pound; 
oranges—10 cents each; flour— 
$6 a hundredweight., 


YOU CANT BEAT 


THIS CURIOUS WORLD 


By WILLIAM 
FERGUSON 


of shipping 


fit word'TARIFF " 

COMES from the little 

NORTH AFRICAN TOWN 

* TAR I FA? 

NEAR TAN6IERS* WHERE, 
A CENTURY AGO, SHIPS 
HAD TO 70 A4ff. 


By Fred Neher 




ecru, is) er nc* soviet, inc, 


CORALS 

NOT ONLY ARE POUND IN 
7590A/C4C 
BUT IN THE 

SEAS AS WELL. 


SENSITIVE TO '*£3 
LAXATIVES? 


”£vEN A WELL DONE STEAK IS 
RARE THESE DAY S," Seyt 
HERB MILLER., 
/ndtanepots, /frC.e/rj. 


If so, extra-mild NR Junior Tablets 
(4 dose) are just made for you. 
You get effective, pleasing, relief from 
irregularit y, sick headachct*. Try N R 
— plain or chocolate couted. 


FOR ATOMIC AGE 

A new dry battery that may be 
useful in an atomic age for warning 
of dangerous radio-active 


Let them make their own nests, dear... .Little birds do it 

these big ones?!” 


persons 

rays was announced recently by the 
National Carbon Company, New York? 
The battery is 500 volts, but small 
enough to fit in the palm of a man’s 
hand. 2717 


By Margarita 


LITTLE REGGIE 

FINE BIRD 
PAINTINGS 


TOMORROW ALRIGHT 


x-x OUR CROSSWORD PUZZLE x-x 


HORIZONTAL 
1 Atmospheric 
condition 
4 Mistake 
9 To prohibit 

12 Exist 

13 Prepared 

14 Guido's high 
note 

15 Negligent 

17 Wooden pins 

19 To check 

21 Initials of 26th 
President 

22 Pintail duck 

25 Speck 

27 Ireland 

31 Genus of grass 

32 Makes fi¬ 
nancial amends 

34 Neuter pro¬ 
noun 

35 Male offspring 

36 Rear part of 
vessel 

37 Near 

38 Able 

41 Southwestern 
Indian 

42 Silkworm 

43 Distress call 

44 To box 

45 To perform 

4 7 Keen 

49 Small water, 
way 

63 Merited 

57 Afternoon 
party 

68 Consecrated 
person 

60 Man’s name 

61 Still 

6? Jogs 

63 Scottish cap 


By Chuck Thurston 


r BOY/SPRING 
SURE DOES 
TRNGS TO ME/ 
HUBBA, HUB8A 

tK • Jr" 


YUK, YUK.' I'M 


JUST A MINUTE 
ROMEO, WHILE 
I FIX THIS 
BABUSHKA J 


REA-LY ALIVE 
. TODAY/ m 


WALK THROUGH 
TnE PARK?^ 


By Les Carroll 


THE TILLERS 


THAT'S BEST 
MAW... 
WHAT DID 
HE CHARGE 
v YOU? 


THE ROADS WEREN’T ICY ^ 
COMING BACK. PAW. SO I 4 
STOPPED AT SAMS SERVICE 
STATION AND HAD HIM . 
TAKE THE CHAINS OFF! F 


TWO \TWO DOLLARS! 
DOLLARS ) WHY. EOS 
/ ./STATION ONLY 
CHARGED ME 
SO* TO Put ^ 
«11» THEM ON' A 


DADRATTIT, w£VE BEEN 
GYPPED...IM GONNA SEE 
SAM AND GET MY MONEY 
BACK. OR. ELSEi^ 


YER I SAW HIM AND 
1 GOT GYPPED AGAIN 
THE SOU * RE FINED 
ME TEN DOLLARS 
FOR. DISTURBING 
Sx THE PEACE.' 


26 Moving 

28 Exists 

29 Lasso 

30 Ether 

32 Fish eggs 

33 Newt 
35 Shovel 

39 Note of scale 

40 Vast age 

41 Above 

44 Weight of 
India 
46 Kiln 

48 Domestic 
animal (pi.) 

49 Boll on eye 

50 Golfer’s mound 

51 Rodent 

52 To deface 

54 Insect’s egg 

55 Period of time 

56 To obstruct 

53 Malden loved 
by Zrus 


Answer To Last Week’s Tuxzle 


VERTICAL 

1 Distant 

2 Native metal 

3 Precious stone 

4 Gaelic 

5 Citizens 

6 Egyptian sun 
god 

7 Unusual 

8 Hindu peasant 

9 Stinging Insect 
10 Everyone 

M Ethiopian title 
16 Rage 

18 To take from 
20 To bow 

22 Condiment 

23 Engine 

24 Babylonian 
deity 


49 

50"T 

57 


61 
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-To Prevent Confusion 

prepared to bring in an “omnibus" 
bill under which the main controls 
will be continued for a year. On in¬ 
troducing the legislation he would 
explain its provisions. 

C.C.F. leader Coldwell said he be¬ 
lieved it was essential that the gov¬ 
ernment should have the power to 
continue controls. Social Credit lead¬ 
er Low said that while his party was 
supporting the extension motion he 
hoped no further extension would be 
required. 

Later the commons voted 134-58 to 
give second reading to a bill covering 
the sale and export of agricultural 
products needed to fill bacon, cheese, 
egg, meat and other commodity con¬ 
tracts with the United Kingdom. 

The reading, which signifies adop¬ 
tion of the principle of the bill, came 
after Agriculture Minister Gardiner 
warned that while the legislation was 
scheduled to be in force for only one 
year he might have to come back 
next year and ask for passage of a 
similar bill to meet contracts with 
Britain. 

"Mr. Gardiner said the only prin¬ 
ciple in the bill that the government 
was insisting on was the power to 
fill the food contracts with the Unit¬ 
ed Kingdom. Because the contracts 
ran beyond March 31, 1948, it was 
possible that he might have to bring 


OTTAWA. — The commons, after 
heating Justice Minister Ilsley warn 
that “confusion if not chaos would 
result from an abrupt ending of con¬ 
trols in Canada,” voted 177-13 to 
give the government authority to ex¬ 
tend emergency control legislation 
from March 29 to May 15. 

A similar motion now must pass 
the senate, before the government 
can prevent automatic expiry March 
31 of controls on rents, evictions, 
prices, marketing and other matters. 

The division was requested by 
Prime Minister Mackenzie King and 
his colleagues after several members 
had shouted "no, no” when speaker 
Gaspard Fauteux called for passage 
of the emergency motion. Dr. Fau¬ 
teux said he acted in accordance with 
house rules. 

Some Progressive Conservative 
members charged the motion had 
been carried before Mr. King got to 
his feet to ask for the recorded di¬ 
vision which brought opposition from 
13 eastern members. 

John Bracken, opposition leader 
and John Diefenbaker (P.C.-Lake 
Centre) asked for and obtained as¬ 
surances that during the six-week 


OTTAWA.— Resignation of Donald | 
Gordon from the chairmanship of j 
the wartime prices and trade board 
Is a precursor of early dissolution of 1 
that wartime control body, according 
to informed sources here. 

Kenneth W. Taylor, who assumes 
Mr. Gordon’s position as chairman, is 
at present, as he has been for years 
past, the chief economic officer of 
the department of finance. 

It is logical, therefore, that, as re- ( 
liable sources say, the dwindling : 
control of rent ceilings will be hand¬ 
ed over to the Central Mortgage and j 
Housing corporation which operates, 
within the authority of the federal J 
department of finanace. Control of 
lumber and building materials prices 
and supplies may also go to the Cen¬ 
tral Mortgage and Housing. 

Both price ceilings and rationing 
on meat are expected to be abolished 
before next September. Dropping of 
meat control will wipe out one of 
the biggest functions- and headaches 
—of W.P.T.B. 

Enforcement of meat and sugar 
rationing has required probably more 
rigid supervision, and more inspec¬ 
tors, than any other branch of com¬ 
modity control. 

Total employees of the W.T.P.B. 
reached a peak, in fact, of 5,726 in 
October, 1945, immediately after ra¬ 
tioning of meat was adopted. 

Since then, the number of employ¬ 
ees of the board has been gradually 
dwindling. The total is projected to 
drop to about 4,000 on March 31, and 
thereafter is expected to decrease 
very rapidly. 

As these functions of the W.P.T.B. 
disappear, the remnants of controls, 
such as distribution of sugar and fix¬ 
ing of sugar prices by the sugar con¬ 
trol division at Montreal will be, ac¬ 
cording to this information, handed 
over to authority of the federal de¬ 
partment of trade and commerce. 

The commodity stabilization which 
does all Canada’s bulk buying from 
foreign sources from raisins to tea 
and fats and oils, now operates under 
the wartime prices and trade-board. 
Logically, its operations also are ex¬ 
pected to be transferred to the de¬ 
partment of trade and commerce. 

In short, the objective of the gov¬ 
ernment, as has been stated time and 
time again in the house, is to con¬ 
tinue rapidly to abolish the remnants 
of wartime subsidies, price ceilings 
and rationing at the earliest moment 
consistent with avoiding economic 


PROVINCES TO 
ADOPT UNIFORM 
ROAD SIGNS 


REGINA. — Highways Minister J. 
T. Douglas welcomed the news that 
British Columbia was planning to in¬ 
augurate uniform road signing in 
conjunction with the prairie prov¬ 
inces. 

"This will come as an added con¬ 
venience to the motoring public,” 
commented Mr. Douglas. “At the 
moment there is fine co-operation be¬ 
tween the four western provinces on 
such matters as speed limits and 
other safety measures.” • 

The three prairie provinces. Mani¬ 
toba, Saskatchewan and Alberta, 
have been working together for some 
time now and have reached the point 
where road signing is fairly uniform. 
Last winter British Columbia was 
represented for the first time at a 
highway traffic board conference at¬ 
tended by representatives of the 
prairie provinces. 

Public Works Minister E. C. Car- 
son of British Columbia announced 
that the Pacific coast province would 
adopt uniform road signing in con¬ 
junction with the prairie provinces. 
Mr. Carson also said that province 
would undertake the removal of non- 
essential signs from the highways as 
an additional highway help. 


FLOWERS FOR THE PRINCESS—King George and Queen Elizabeth 
smile as their daughter, Princess Elizabeth, receives a bouquet from a curtsy¬ 
ing young miss on their visit to Port Elizabeth, South Africa. 


BRITAIN TO HOLD 
FORCE IN GREECE 


WINNIPEG.—Transfer of approxi¬ 
mately 50,000,000 bushels of oats and 
barley in commercial channels across 
Canada to the Canadian wheat board 
and distribution of $5,000,000 to 
western growers who have delivered 
barley, featured the coarse grains 
policy announced in the commons by 
Agriculture Minister Gardiner. 

Grain men here said the cats and 
barley futures market on the Winni¬ 
peg grain exchange would be able to 
operate in only a limited way with 
fluctuations confined to the spreads 
between the support and the price 
ceiling prices. 

There will be no changes in the 
cash or futures market for rye on 
the exchange. 

Domestic trade in oats and barley 
will continue to be handled by pri¬ 
vate trade 


CONFERENCE DATE 
STILL INDEFINITE 


LONDON.—Britain, far from with¬ 
drawing completely from Greece 
after March 31, will continue to 
maintain military, economic, legal 
and police missions there to advise 
the Greek government, foreign office 
sources said. 

Furthermore, these sources said, 
Britain possibly may be bound by her 
guarantee given in 1939 to defend 
Greece against aggression. Whether 
this guarantee still is operative, 
however, is an open question. 

British aid to Turkey since the end 
of the war largely has been limited 
to a military mission to train the 
Turkish army in the use of British 
weapons. That mission also will re¬ 
main, the foreign office sources said. 


OTTAWA. — Prime Minister Mac- I 
kenzie King said in the commons he 
is not yet in a position to say when 
a conference will be called with the j 
provinces to discuss social security 
and public works programs. 

He quoted a telegram he had sent 
Premier Douglas of Saskatchewan 
Nov. 22, 1946, saying that the public 
investment and social security pro¬ 
posals submitted to the Dominion- 
provincial conference in 1945 would 
remain an essential part of the Do¬ 
minion government’s program. 

The telegram added: 

“As soon as there is sufficient ac¬ 
ceptance of the proposed tax agree¬ 
ments we shall be ready to explore 
in a general conference or otherwise 
the possibility of working out mutu¬ 
ally satisfactory arrangements in re¬ 
gard to the whole or any part of our 

earlier public investment and social 
security proposals." 

Mr. King said he did not think the 
conditions outlined had yet been ful¬ 
filled and therefore he was not in a 
position to say when a conference 
would be called. 


OTTAWA. — Agriculture Minister 
Gardiner said in the commons that 
since 1939 subsidies on agricultural 
products have amounted to more 
than $351,476,400. 

He spoke during continued clause- 
by-clause study of a bill that will 
continue the marketing boards need¬ 
ed to handle the products called for 
in commodity and food contracts 
with the United Kingdom. 

He said the subsidies included 
premiums on cheese, supbsidies on 
cheese factories, cold storage, apples 
and agricultural products generally. 

Mr. Gardiner said about 50 per 
cent, of Canada’s bacon and ham had 
gone to Britain since the start of the 
war as had an average of 60 per 
cent, of cheese production. 

Egg shipments had increased from 
1,000,000 dozen in pre-war years to 
83.000,000 dozen now. 

Approximately 184.000,000 pounds 
of beef had been sent to Britain in 
1945. This represented about 350,000 
head of cattle. 

Mr. Gardiner also indicated that 
any increase in the price of dairy 
products will not come until after he 
has had a mid-April meeting with 


WEDS NEWSMAN — The daugh- 1 
ter of the former Rajah of Sarawak, 
Borneo, Princess Pearl (Miss Eliza¬ 
beth Brocke) is pictured in her New I 
York hotel suite after it was an¬ 
nounced that she will wed Richards 
Vidmer, U.S. newspaperman. 


RECORD SEIZURE 
IN NARCOTICS 


channels although the j NEW YORK 
wheat board will become the sole ex- ounces 
porter. . ! in the black 

Acreage Bonus Dropped 
OTTAWA. — The acreage bonus 
plan for barley asked by numerous 
western coarse grain growers has 
been dropped by the government as 
the result of the new floor and ceil¬ 
ing prices announced by Hon. J. G. 

Gardiner, minister of agriculture. 


Seizure of 459 
of heroin valued at $1,147,500 
market—the largest 
such seizure ever made in the port of 
New York—was announced by the 


SHIPS ARE COSTLY 
OTTAWA.— Two Tribal class de¬ 
stroyers built in the Dominion dur¬ 
ing the war cost Canada approxi¬ 
mately $7,951,879 each, according to 
a return tabled in the commons re¬ 
cently for R. S. Modre (C.C.F., 
Churchill). 


confusion 


GOVERNMENT 
NOT AGAINST 
ROYAL MATCH 


RIOTS CONTINUE 
IN THE PUNJAB 


government would not oppose a mar-! 
riage between Princess Elizabeth and 
former Prince Philip of Greece. 

The source said the cabinet had 
discussed the long-rumored romance 
informally. The members, he indicat-1 
ed, appeared to have recognized that, 
“the two young people are very fond 
of each other” and that Elizabeth’s 
affection for Philip is "very real.” 

Under British precedent the gov¬ 
ernment would have to approve any 
horn the heiress-presumptive, 


RAWALPINDI, India. — Twelve 
days after the outbreak of rioting in 
the Punjab, murder and arson are 
still spreading through the northern 
districts and appalling casualty fig¬ 
ures are expected when an adequate 
check can be made. 

Indications are that virtually every 
village in the 10,000-square-mile area 
around this cantonment city has ex¬ 
perienced murder and arson since 
March 5. 

There are about 700,000 Moslems 
and 50,000 Sikhs and Hindus in the 
Rawalpindi area. So far about 20,000 
Hindus and Sikhs have been counted 
into refugee camps. There is consid¬ 
erable anxiety about the remainder, 
since reports from many villages 
show that Sikhs and Hindus who fail¬ 
ed to find refuge by flight or with 
Moslem protectors were murdered. 

According to refugees, attacks on 
villages are usually made in the 
night, with raiders coming from 
neighboring villages. Frequently the 
first the authorities hear of an out¬ 
break is smoke reported by patrol¬ 
ling aircraft. 


man w 

to the throne might select as her 
consort. Some sections of the people 
have objected to Philip because of 
his connection with Greece, which 
many labor leaders consider now to 
be a neo-Fascist country. 

The official London Gazette an¬ 
nounced that Philip had been grant¬ 
ed British citizenship under the 
name of Lieut. Philip Mountbatten— 
the same name as his uncle, Lord 
Louis Mountbatten. viceroy-designate 
of India. The step had been regarded 
as a necessary prelude to any an¬ 
nouncement of his engagement to 
Elizabeth. 


BLACK MARKET 
IN CANADA LIMITED 


OTTAWA. — In relation to otnet 
countries, Canada’s black market has 
been "very, very limited, ’ Donalc 
Gordon said, and it was ‘‘not a majoi 
headache of pric i control.” 

Testifying before the common! 
banking committee, the prices boan 
chairman said: “With a few excep 
tions, we have not found any orgaiv 
ized black markets. They have beei 
on a small scale and had no chronh 
or serious aspects... 1 would sa: 
without hesitation that the Canadiai 
people are basically honest. 


jeorated for her wartime services with the 
of Jerusalem and widew of the late Edmund 


UNDERGROUND HEROINE WEDS ZIONIST PRESIDENT—E 

ich underground, Iala Fleg, daughter of Mr. and Mrs. Ben Tovim 
• recently became bride of Samuel J. Zarks, president of Zionist organization of Canada 


LETHBRIDGE FLOOD 
WORST IN HISTORY 


result, she and her husband, 
Jerry, were in jail, charged with 
burglary. 

Police Inspector John Whalen, 
who said the couple was arrested 
after being found prowling in a 
west end home, quoted these ex¬ 
cerpts from Mrs. Glikis’ diary: 

"Feb. 3: Jerry and I took a 
walk tonight to Northside. Got 
the baby a blue coat with leggins 
and Jerry two nice coats and 
myself two grand ones. 

"Feb. 22: Best ever, $25 cash, 
shoulder strap pocketbook, $5 
pennies, an expensive dark grey 
fur coat for me.” 


LETHBRIDGE, Alta. — Lethbridge 
continued to fight the worst flooding 
of settled areas in its history as the 
heavy run off from rapid melting 
snow began to disrupt the municipal¬ 
ity’s transit system. 

Water was still benig pumped from 
the basements and from about dozens 
of homes inundated by large lakes 
which formed in low-lying sections 
not served by storm sewers. Water 
five feet deep was lapping against 
the backs of some residences and in 
at least one north Lethbridge home 
water was several inches deep in the 
house and the basement was flooded. 

Civic officials described the flood¬ 
ing of various residential areas as 
"the worst we’ve ever seen in Leth¬ 
bridge.” 


Canadians May 
Send Food Parcels 
To Hungary, Romania 


OTTAWA. — Canadians now may 
send parcels of food and clothing to 
friends and relatives in Hungary and 
Romania as the result of agreements 
which have just been signed between 
the governments in those countries 
and the Co-operative for American 
Remittances to Europe, Breen Melvin. 
Canadian representative of C.A.R.K.. 
announced. 1 

Orders now may be placed for de¬ 
livery of CARE. food, blanket and 
woollen textile packages at $10 ea« h. 
said Mr. Melvin. 


HOLDUPS GET $500,000 

CHICAGO.—Five men, one carry¬ 
ing a submachine-gun, obtained $16,- 
000 in cash and nearly $500,000 in 
cheques in a holdup of a guard at 
the Oscar Mayer meat packing com¬ 
pany. 


SMALL WAIST ADVANTAGE 
SPY HILL—Small waisted col¬ 
leens were ahead of the game in 
Spy Hill when the ladies’ aid 
charged a cent per inch waist 
measurement as admittance to 
the St. Patrick’s day tea. 


4TINE—With 11 extremists and a British soldier dead in the 
aimed Britsh soldiers take up positions with Bren guns at a 
eek of strict martial law, an attack on British military head- 


BKITISII GUARD CROSSROADS IN rALW 

latest outbreaks of violence in Tel Aviv, Palestine 
crossroads leading to Jaffa and Allenby. After a w 
quarters brought a new crisis. 


The Virgin Islands were purchased 
by the United Stutes from Denmark 
in 1917. 2717 
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house. His complaints Included 
charge3 that the hospitals were bad 
ly overcrowded, unsanitary, short 
staffed, and that proper care and 
medical attention was not being 
given to the patients. 

In a speech In the assembly on 
Thursday this week, Dr. W.W. Cross 
Minister of Health, was able to give 
to the house contradictory evidence 
that proved every one of Mr. Will¬ 
iams charges to be unfounded. In 


LEGlbA IUrtE 
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S. J. WEAVER, Editor 
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Snv.ng one of the richest irrigated mixed farming districts in Southern f * osln R speech Mr. Cross wild: 
Alberta. "Now, Mr. Speaker, I think I have 

Authorized as 2nd Class mail. Post Office Department, Ottawa. proven! beyond a shadow of a doubt 

that the statements made are not 

- mM -—-■* — - ..-. r ■ ■ -- mb—B g true." He further said: T think T 

thi.t the blame for most of the rou'o- *' avo a l®° proved that the p rs 
le and cross-firing in the house is responsible for what was said did 

to be laid at the door of the two C. no * know the facts and was not 

C.I\ M. L. A s. Mr. Elmar Koper, qualified to properly interpret the 
rp pai ty leader, is most provocative In conditions wh.ch he did see." 

his attitude toward the governments Another instance of how these un- 
. _ policies and doings. His criticisms Nily incidents spring up during de- 

T.ic i resent .ession of the Alberta on more than one occasion have bates in the house was presented 

Lcgislatuie has been marked by re- been shown to bo based on partizan when * hc government on Thur day 
iiiriing flare-ups between members prejudice and misinformation. Once presented a resolution asking the 
of the OCF opposition and c.binet or twice government leaders charged Dominion Government to appoint 
ministers to a greater extent than him with deliberate misrepresenta- nn( ^ Alberta Farmers Roprosc dnt- 
n for i long time The tlon. * vcs cn tke Farm Piioo Sp 'ad 

Indep.ndent oppo:ition of three mem The words, ’lie’ ‘liar’ and ‘lies’ J Dnrd, as had been promised dr 

bers has been comparitively quiet havc? ^eral times been shouted a- p*!*™ 1&8t yeaP th ° 

ami non-obstructive to just the opp- cro5 . s tho noor and Mr Speaker 

c3ito extent, while the three repres- Dawson has had a tough time sav- Mr EInu?r E * Ropor rosc and ann * 

entitives of o aimed forces have ' ,, , p . ounced he would not vote against 

refrained from entering: any centre- thl . debatcs some of tho causes of ** resolution, but immediately went 

verey that ha i no bearin, on their gttu#tlon may ^ demonstrated "" *? be de.enhld n^TeTof n 
particular affiliation. ln one or tw0 instBnrca . ' vhat ho described as Its lack of in- 

terest in the welfare of the farmers 

iin mb, i this pa t week pro- E ar ij er j n the session W.J. Wi Hants He said that during the recent strike 
dieted the fi.cticn between the go\ • Veterans member from Edmonton, Premier Manning ns representing 
eminent and the C C.F. would b^ stuck his neck out in an attempt to the government opposed the strike 
likely to increase in succeeding sess- s how that the Provincial Mental Hos- and in an address over the radio 
ions as the time for an election pj a in were badly managed. He had had "slapped down the farmers" 

neaier. It is to be hoped that gathered badly chosen evidence, and Immediately Mr. MacMillan, Min- 
botter judgement, however, will pro- made personal visits to at least one ister of Agriculture, jumped to his 


THE ANNUAL DIGT7.I 7 
MEETING of the 

Hone Co-operative 
Marketing Association 

is being held at 

Brooks, March 29th, 
1947 

nt the Horticultural Station Office 
at 2:00 p.m. 


Farmers 

Come in and see the 

Windcharger and Kohler 

light plants now on display. Electrify your 

Home now. 

All Radio and Electrical repaid guaranteed for 90 days 

Greep’s Eelctric 

Telephone 173 
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LOW RAIL 
FARES FOR 

EASTER 

Between all stations in Canada 

ONE-WAY FARE 
AND ONE-THIRD 
FOR ROUND TRIP 

Minimum fare 30 c 

GOOD GOING 

ANY TIME APRIL 3rd 
To 2:00 p.m. APRIL 7th 

If no train April 3rd tickets will 
be good on April 2nd. 

RETURN: 

Leave destination until midnight 
April 8 

Sleeping and parlor car privileged 

There can bo no denying the fact proofs of what he claimed in the again the sparks were flying and I a ^ aua ^ Iatxs - 
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institution, but failed to get factual feet with a hot denial and once 




ANYTHING TO KEEP IT GOING! 

It needn’t come to this . . . even though new' cars may not be 
plentiful for some time. Our famous Engine Check-up 
can keep your old car humming along in great shape. 

Our specially trained mechanics, using time-saving 
tools, will give you a real engineering job. Your 
car will act younger, handle smoother, and 
be in all-around better shape when the time 
comes to trade it in. 


UNTIL* YOUR NEW CAR'COMES ALON 

WE’LL KEEP YOUR OLD ONE GOING STRONG 




Mr. Roper or Mr. Liesimer as if they 
iv,»re the originators. Cover: ? 
members object to th s way of play¬ 
ing politics though it is within the 
memory of many w'hcn Social Cred¬ 
it played a similar game. 





Drive in today and let us: 
(1) Tighten manifold 
studs. (2) Clean and 
space spark plugs. (3) 
est compression. (4) 
Test coil. (5) Test con¬ 
denser. (6) Adjust 
distributor points or 
replace if necessary. 
Inspect and clean distributor 
cap. (8) Inspect rotor. (9) Inspect 
lead wires for current leaks. (1°) 
Inspect primary and secondary wire 
iu tighten. (11) Reset ignition tim¬ 
ing. (12) Inspect fuel level, clean 
carburetor bowl and blow out fuel 
line. (13) Test vacuum and adjust 
carburetor. (14) Clean fuel pump 
sediment bowl. (15) Clean and 
re-oil air cleaner. 


MELCHIN 

MOTORS 




THE iiIGN OF BETTER SERVICE 



Stalls 7 p.m. Friday and Saturday 
"The Outlaw" 


Th etelevision oervice of the Brit¬ 
ish Bioadcnsting Corporation le- 
centJy televised the National Film 
Board production, "Out of the Ruins’ 
a documcnary film which gives an 
account o how Die people of Greece 
are restoring their lives nnd land 
with the help o UNRRA. 


A larger volume of business — 
done more quickly end with 

greater efficiency! Every business¬ 
man dream* of doing more 
business, quicker. 

Treasury Branches arc equipped 
to help this dream come true. 

They offer every businessman 
efficient business services to 

help hi m build for tomorrow. 

BUSINESSMEN 

appreciate this service 

Every Treasury Branch issues drafts, 
money orders, and provides a collec 
non service for notes, drafts, etc. 
Specific contracts arc readily financed. 

It's good business to deal through a 
Treasury Branch 

KNOW YOUR TREASURY BRANCH 

• i.-rm Savings Arcounts • Dtmind Savings Accounts 

• Cufrrrl Acrounli • Full Collet (.on Sar vies oLoant 

• C ncashmen! of Negotiable Item* o Oepoalt Boies 

• tt'p and Hie Insurance • Money Orders o Oralis 

• Travellers' Cheques • Motor and Drivers' Ucenset 


Men speak of strong emotions 
when the truth is their emotions 
have weak masters. 
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JOHN SCOTT—Manager, Raymond 
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the aknosphero was set afire. The 
back benchers on the government 
: do o:t up a barrage of protests 
end tli 2 word "liar" was heard again 
When Speaker Dawacn finally got 
the atmosphere back to normal, Pre¬ 
mier Manning rose and read from 
telegram j he had sent to Prime 
Minister King in Ottawa urging that 
the wishes of the Alberta farmers 
should be granted. It was again a 
complete refutation of the C.C.F. 
charger. 

The trouble that recurs during de¬ 
bates spr.ngs, according to the op¬ 
inion of one member, from the habit 
of playing old fashioned politic * bv 
the C.C.F. members. Other members 
of the opposition Lccrn conic.t to 
let things slide, but as soon as some 
outside organization cf citz:ns mak¬ 
es a noise, however small, and sugg¬ 
ests cr cmand: anything they think 
benefit somebody, the two 
C.F. r. embers sc zo upon it mid 
make the demand nnd the re prn- 
ribility their cwn .'ll cider to 
■ the 

! kit nt 

h‘M'; • bc. i*i:.j o ; Uictie cit • 

ji.i.Ail. promptly put on the or¬ 
der paper end presented either by 



Painters know that it pays to use a quality paint — ane 
that will stand up stoutly to wear and weather. That's 
why so many painters use — so many leading dealers 
sell — C-I-L PAINTS. 

It takes no more time to apply a good, dependable paint 
than it does to use an inferior product. And time — not 
the paint itself — is the chief cost item in a painting job. 
So when you paint — whether a chair, a room or a house 
— choose a paint which will give you lasting beauty and 
protection. 


SBE YOUR 

C-I-L PAINT DEALER 


TO 6° V ' 


Box 272 


GRAHAM MOTOR & 
MACHINE CO. 

RAYMOND, ALBERTA 



A now National Film Board pro¬ 
duction in tho Canada Carries On 
Series, "River Watch”, tolls the 

story of the valiant ships nnd men 
who maintain the safeguards to 
shipping in the lower St. Lawrence 
River. 


Top Prices for Your Hogs 

I buy hogs every Thursday at 
the Raymond Stock Yards 
Custom Butchering 

Wholesale Meats 

Raymond Abattoir 

i Alvin W. Jones 



Why Not - 

Try Our IDEAL 
Hairtonic or FITCHES 

Shampoo 

Hall’s Barber Shop 



For DEPENDABLE LIFE 

INSURANCE ADVICE 
See 

S. M. SANFORD 

428—12th St A North, Lethbridge 
or call 24 Raymond. 

Excelsior Life Insurance 
Company 

A Strong Canadian Company 
There is no substitute for L.fe 
Insurance 


Dr. Walker 

Physician t£T Surgeon 
Phones 46/67, Raymond 


Dr. Newlove 

Dentist 

Phone 45 Raymond 


w. L. JONES 

Lawyer Notary Public 

Commissioner for Oaths 
ESTATES Conveyances 

Saturday Afiernoom By Appoir.fmcrt 


ai I IMa , ^ I J 

IFOR FLAVOR & TEXTURE 
TRY GUR EJAKLD GOODS 

N ou’il be thrilled by our baked 
8ood6— they have that whole- 
tome, homebaked tas.te plus 
m;;steip.e:e appeira-c; that 
w !l never fail to satisfy. 

RAYMOND 

Jbake shop 
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NEW VARIETY WHEAT, SAUNDERS, 
PROMISING FOR NORTHERN ALBERTA 

—200 BUSHELS FOR SEED 


OUR COMPLETE SHORT STORY 


BIRTHDAY GOLD BRICK 

By BESS JANEITII KNIGHT 


The most promising early whcaU and root rot. The Saunders kerne 
for northern Alberta has been devel- \ has the good colour of Marquis, am 
oped at the Central Experimental is better than that of Thatcher. 
Farm, Ottawa. It has been given the j The variety has been named Snun 
name of Saunders. Disclosing further ders In recognition of the contribu 
particulars of the new wheat, recent- tlons to wheat growing of Dr. Wil 
ly recommended at Winnipeg for Ham Saunders, first director of th< 
licensing, the Dominion Department Experimental Farms Service, Domln 
of Agriculture said that this new ion Department of Agriculture, an< 
variety meets its objective of an ear- his son, Sir Charles Saunders, firs 
Her disease-free wheat of Thatcher Dominion Cerealist. Sir Charles de 
quality. veloped Marquis, the first early han 

Originating from a cross between Spring wheat. 

Thatcher and C26-44.7 in 1938, Other grains developed by the Do 
Saunders is the result of nine years minion Experimental Farms includi 
of research. Development of this vnr- many varieties of disease resistan 
icty would have taken even longer oats. 

had not the Cereal Division of the J. C. C. Fraser, Cereal Division 
Dominion Experimental Farms rais- who has headed this project of ai 
ed two crops a year in its green- earlier wheat for the Peace Rive 
houses. ; area, today stressed the participate 

For five years the most promising of numerous scientists in the devel 
seed of this cross was tested for ear- opment of Saunders wheat, 
lincss in the Peace River area and; “No one man should get credit fo: 

Experimental it’,, he said. “These cereal develop 


T HE second time the doorbell de¬ 
manded attention Polly Rcidford 
went slowly to answer. She wasn’t 
interested in doorbells. Her mind was 
on the birthday dinner she and her 
sister were giving that night. 

The boy said. “Special delivery”. 
Polly signed for the letter. From the 
kitchen Edda called. “Who from?” 

Her dark eyes staring at the ceil¬ 
ing Polly answered, mockingly dra¬ 
matic, “Our dear Uncle Joseph Jack- 
gon.” , * 

“What docs he want?” Edda ask¬ 
ed, coming into the living room. 

Polly was reading the letter. She 
gasped, “He’s coming here. My heav¬ 
ens, he’s due today. Or,” she cried, 
consternation flooding her face, “he 
can’t do this to me. The first birth¬ 
day party 1’vc had in five years and 
he comes to upset things.” 

“That means seven at the table 
and some rearranging,” Edda nodded, 
her voice practical and calm. “Maybe 
he’ll be on his good behavior.” 

“You’re optomistic,” Polly answer¬ 
ed, “how our Mother ever had such 
an annoying rover for a brother is 
beyond me. But he’s generous,” she 
added grudgingly, “and I think he’3 
really fond of us.” 

“Umhum,” Edda ummed doubtfully, 


“and don’t forget he owns one third 
of this property.” 

This house had been the family 
home since the two wore little girls. 
Now that they were alone; their par¬ 
ents gone, their one brother married 
and living in a distant city; the girls 
stayed on in the big house enjoying 
its comforts at the end of each day’s 
work. School teaching nnd medical 
laboratory research kept Polly and 
Edda busy nnd well in funds for any 
need. 

A rattling taxi deposited jovial 
Uncle Jose at the front door at noon. 
He boomed when he greeted them. 
“Get my letter? Thought I better 
give you a little warning so’s you’d 
4x; home.” 

Polly said, “Your letter came just 
this morning.” 

“It did?” he asked surprised. But 
to Polly the surprise was faked. Then 
he saw the table. 

“A party? Your birthday, huh?” 


BOY SAVES SISTER — Warmly 
wrapped in blankets after they were 
rescued from a small island in the 
centre of an artificial lake at Phila¬ 
delphia, Thomas Walla, Jr., 11, and 
his sister, Margaret, nine, whose life 
he saved, embrace. When ice on the 
lake broke beneath them, Thomas 
pulled his sister to safety, saving her 
from drowning. 


for four years on 
Farms and Stations in Western Can¬ 
ada. 

Over this final four-year test, the 
new variety averaged in Alberta, a 
yield equal to that of Thatcher and 
slightly better than that of either 
Red Bobs or Marquis. It matures 
three days earlier than Thatcher and 
5H days earlier than Marquis, im¬ 
portant considerations in the relative¬ 
ly brief frost-free growing period of 
the Peace River area. 

The Cereal Division has bred into 
this new wheat resistance to those 
diseases which limit yield in North¬ 
west Canada. Saunders is resistant to 
stem rust and loose smut, and mod- 

leaf rust 


STARTS WORK IN 
JUST 2 SECONDS 


THEY’RE ZIPPER ED ! — These 
silk stockings, worn by Jacqueline 
Sutton of Hollywood, have slide fast¬ 
eners up the front. They were worn 
by Joan Blondell in a film, but the 
reason for the zipper is still a mys¬ 
tery. Cost price, f.o.b., Hollywood, is 
$75. 


erately resistant to bunt 


FLOUR IS BIG EXPORT 

Wheat flour now ranks high among 
the products exported by Canada to 
other countries, being exceeded in 
value during the past year only by 
newsprint paper and wheat. 


shortly afterward Uncle Jose breezed 
in. He had a shoe box wrapped in 
gaudy paper and tied with a huge 
bow of cheap gold colored ribbon. He 
handed it to Polly, a smile threaten¬ 
ing to break over his face. “Your 
first present,” he said solomnly, 
“your birthday goldbrick.” 

She thanked him and sat down to 
open it. Whatever he bought she 
knew she must seem grateful. She 
must make him think it was really 
something she was delighted to re¬ 
ceive. She looked across the room as 
she started to take off the lid. 

“Will it jump at me?” she asked. 

Uncle Jcfie shook his head, “Nope. 
It ain’t that strong.” 

Imbedded in shredded tissue paper 
was an oblong colored package. 
Polly stared, gasped and lifted the 
package. “Look,” she stammered, 
“look. My gold brick.” 

Edda and the four young women 
guests cried in astonished and admir¬ 
ing chorus. “But-ter.” 

(Copyright Wheeler Newspaper Syndicate) 


Genuine Aspirin isfj 

MARKED THIS WAY 


them about his trip West, how he 
wasn’t ever going to live back in the 
cold East again. He’d decided maybe 
he’d finally accept his share of his 
sister’s home for his old age. The 
girls exchanged glances and Polly 
thought with a sigh, if I have to put 
lip with twenty one little brats all 
day and listen to Uncle Jose every 
evening. 

“Well, girls,” Uncle Jose left the 
table, “I'll trot on down town. Got | 
to find some sort of nioe present for 
Polly. Plumb forgot it or I'd have 
bought something on the way.” 

“Oh, no you wouldn’t,” Edda said, 
“then you wouldn’t have any excuse 
to go down town.” 

“Well, maybe, maybe not,” he said 
with a grin, “what’ll you have, Polly, 
in case I can find it?” 

“Just bring me a gold brick,” 

Polly Haid airily ••you’ll probably buy 

one anyway.” 

He chuckled and carefully placed 
his hat on his head so that his grey 
hair showed generously on the right 
side. “That the right angle?” he ask¬ 
ed Polly, a merry glint in his eyes. 

The afternoon wasn’t any too long 
for Polly and Edda with the work 
they had planned for their party. At 
four-thirty the telephone rang. 

“Hey,” Polly heard Uncle Jose call 
when she answered, “I’m down on the 
East side. What car do I take to get 
home?” 

“What in the world are you doing 
on the East side?” she demanded. 

“Met a friend,” he said, “got that 
gold brick too. For your birthday.” 

“Oh, dear,” Polly sighed. Then she 
told him what car to take and how 
to transfer and cradled the tele¬ 
phone. “He said he’d bought my gold 
brick,” she told Edda, “I wonder 
what silly thing he’s spent his money 
on now.” 

“Why don’t you let him worry 
about his money? There’s plenty of 
it,” Edda said. ’ Maybe it'll be some- 
thine: vou will like.” “I doubt it,” 


work to pulverize. If one can walk 
through the garden without getting 
the shoes muddy, the soil can be 
worked safely, but not before. If it 
crumbles when released it is safe to 
proceed with digging or plowing, but 
if it compacts into a ball then the 
experts say to leave it alone for a 
day or two. 

Beginners are cautioned. too, 
against planting all the garden on 
one afternoon. It is far better to 
spread it out. Beets, carrots, beans, 
spinach, lettuce, radish, etc., can be 
planted every other week right up to 
late June and the harvest will be 
spread accordingly. Flowers, too, can 
be spread o er several weeks. Some 
things, however, like grass seed, 
nursery stock, garden peas, sweet 
peas, are best all planted early. Bed¬ 
ding plants like petunias, zinnias, 
stocks, spider plants, tomatoes, cab¬ 
bage, etc., should not be set out until 
all danger of frost is over. Tender 
things like gladiolus, cannas, melons, 
squash, corn, etc., also come in this 
category. 

Nursery Stock 

This term applies to newly pur¬ 
chased shrubs, perennial flowers, 
vines, trees, raspberry canes and all 
other things which one normally buys 
from a nurseryman. Healthy stock 
will come along quickly with hardly 
a check. The plants should be kept 
cool and moist and if they cannot be 
planted in their permanent location 
right away they should be “heeled 


CAMEL LOSING 
OUT TO AIRPLANE 


MONTREAL.—The ship of the des¬ 
ert is being replaced by the ship of 
the sky. 

Mohsen Shebab-El-Din, Egyptian 
delegate to the Provisional Interna¬ 
tional Civil Aviation Organization’s 
council, advises that if you wish to 
visit the stone Sphinx or labor-built 
pyramids, take an airplane. It’s got 
it all over the camel. 

In the subject of aviation general¬ 
ly the Egyptians delegate said: 

“Cairo is the hub of aviation for 
the Mediterranean area and the Mid¬ 
dle East. We have 10 commercial air¬ 
lines operating in and out of the city 
and there is a great deal of military 
flying.” 


For constant Smoking Pleasure 


EXPORT 


Attractive 

There in nothing so destructive to 
beauty and attractiveness as chronic 
fatigue. 

\\ hen you can’t rest, and sleep well 
—when you have indigestion—when 
you feel tired out and run down in 
health, start in at onco with Dr. 
Chase's NERVE FOOD and you w ill 
soon know why this Vitamin 111 tonic 
is so popular. r- » 

Ask for t he new cron- 
omy size bottle of jSfiJfflajgg 

Dr. Chase'ilQSIU 
Nerve Food 

GO p i 1 Is—GOc tfl. £v 

180 pills-$1.50 


Cigarette Tobacco 


HONEY CHOCOLATE CAKE 
(2 eggs) 

2 cups sifted cake flour 
1 ',•! teaspoons soda 
teaspoon salt 

\'. £ cup butter or other shortening 
1 Vi cups honey 

2 eggs, unbeaten 

3 squares unsweetened chocolate, 
melted 

cup water 

1 teaspoon vanilla 
Sift flour once, measure, add soda 
and salt, and sift together three 
times. Cream shortening, add honey 
very gradually, by tablespoons at 
first, beating very hard after each 
addition to keep mixture thick. Add 
% of flour ami beat until smooth and 
well blended. Add eggs, one at a 
time, beating well after each. Add 
chocolate and blend. Add remaining 
flour in thirds, alternately with water 
in halves, beating very well after 
each addition. For best results, beat 
very well at each stage of mixing. 
Add vanilla. Bake in two greased 
9 -inch layer pans in moderate oven 
(350 deg. F.) 30 minutes, or until 
done. Spread with Cream Cheese 
Frosting. 

Cream Cheese Frosting 

3 tablespoons butter 

6 ounces (2 packages) cream 
cheese 
Dash of salt 

1*4 cups sifted confectioners’ sugar 
V& teaspoon vanilla 
Cream butter, add cheese and salt, 
and blend. Add sugar, a small amount 
at a time, beating well after each ad¬ 
dition. Add vanilla. If necessary, ehill 
until of right frosting to cover tops 
Makes enough frosting to cover tops 
of two 9-inch layers or tops of 2'£» 
dozen cup cakes. 


above,/ he roots. When replanting 11 
is advisable to supply plenty of 
water and keep watered for the first 
few weeks. Planting is best done in 
the cool of the evening or on dull 
days, and some shade from hot sun 
is advisable with tiny things. 

Some Showy Flowers 

A really wonderful showing can be 
made with half a dezen annual flow- 
ers. Cosmos, Marigolds, zinnias, pe¬ 
tunias, portulaca, nicotine, spider 
plant, calendula, alyssum, stocks, 
etc., arc easily grown almost any¬ 
where in Canada. Some of the larger 
flowers can be used in the place of 
shrubs. Seeds should be started early 
and in finely prepared soil. Plants 
arc transplanted to permanent quar¬ 
ters when they are well established 
with several sets of leaves. Ready 
started bedding plants can be bought 
from the seed store or greenhouse 
man. For husky growth, tall things 
like cosmos, gladiolus, dahlias, giant 
marigolds and zinnias should have 
about two feet each way—petunias 
and similur things need about a foot. 


RICH, 

SPICY 


Recipe 

Dissolve 1 tsp. sugar in \ > c. 
lukewarm water; add 1 en¬ 
velope Royal last Rising 
Dry Yeast. Let mixture stand 
10 min. Then stir well. Scald 
l > c. milk, add 3 tbs. short¬ 
ening, }\ c. sugar, Vi tsp. 
salt; cool to lukewarm. Add 
l c. sifted flour to make a 
batter. Add yeast mixture 
and 1 beaten egg; beat well. 
Add 2 \i c. sifted Hour, or 
enough to make a soft 
dough. Knead lightly, place 
in greased bowl, (.over; set 
in warm place, free from 
draft. Let rise until doubled 
in bulk, about 2 hours. When 
light punch dough down; roll 
out into oblong piece, about 
1 1 ” thick. Brush with 3 tbs. 
melted shortening or butter. 
Sprinkle with *4 C. brown 
sugar, 1 ) 2 t*P s - cinnamon, 
} 2 c. raisins. Roll up length¬ 
wise in a tight roll; cut in 
1 " slices. Place cut-side up, 
1 ” apart in greased shallow 
baking pan. Cover; let rise 
in warm place until light, 
about 1 hour. Bake in 42 5°F. 
oven about 20 minutes. 


W ELL . . . that’s not surprising, if you've 
heen counting sheep all night! Why 
can’t you sleep? Can it he that you’re 
bothered by the caffein in lea and collee? 
Try Pobtum instead! 

You’ll love its wonderful depth of flavor —not 
like tea, not like coffee, just a grand heart¬ 
warming goodness all ils own. And Lostuin eon- 
tains no caflciu, nor any other drug that might 
whip up heart or nerves, or upset digestion. 

So easy to fix —right in the cup— just by add¬ 
ing hot milk, or boiling water. Enjoy 
IV'tum with meals . •. between weals UpnM| 
• •• at bedtime —anytime! WE 


Chicken Feathers To 
Make Men's Suits 


VANCOUVER. — Harold German, 
master farmer from Chilliwack, B.C., 
told the Rotary Club here that a re¬ 
cently-discovered process of making 
textile fabrics from chicken feathers 
would inject fresh vigor in British 
Columbia's already booming poultry 
industry. Feathers from 40 broilers 
made sufficient material for a man’s 
suit, he said. 

More than a thousand different 
welding operations are required in 
the manufacture of a single motor 
car. 




One-quarter If the world’s supply 
of tin is mined in Bolivia. 2717 


A Product of G»n«ral Food* 













THE RECORDER, RAYMOND, ALBERTA 


Thursday, 


March 27th, 1947 


Semi-Dress 


Work Trousers 



Kabki Drill 


Want Ads. 


FOR SALE - Clare Jewel Range, 
white enamel, good ns new. Battery 
cabinet radio; 8 piece dining room 
suite, 3 piece bedroom suite. 

23-3C See Roscoe Baker 

- I I I - 

FOR RENT - 175 acres irrigated 
with 24 a<5re beet contract. Two 
miles south cast of Stirling. Will 
rent all; or beet land separate. 

See E. L Sparkman, Raymond 


Stay as sweet as you 
are 

Make a regular appointment 
with 

Vanity or 

Modern 

BEAUTY SHOPS 


American Poplin 

$ 4.95 

Jackets to Match 


FOR SALE 2 room shack. Live- • • • 

able 12X22, to lx? moved. FOR SALE - 1 table separator and 

See D. E. Broadhoad, Public Sohool i wooden churn. 

See Mrs. Roithmnn. 

• • • 

FOR SALE -E Flat Alto rax^ $60 r ^ ST J V8 , hub § cap ^ ro wart> 
24-4A Seo Garth Hnrke, r „ t „ iM t0 the R „ corder . 


I 'I 


DRY GOtfbS PHONE 172 

Ray and Mercantile 

COMPANY LIMITED 


n 


\Vhere You Gel More of the Best for Less" 


v_ 


1 


Our Newest Service 

WATER REPELLENT 

Liquids won't penetrate 
Presses last longer 
Suits and cresses won't 



aymond Cleaners 


-iL-r-s —•=rrTr=-s: 


Red Head Service 


Let us check your TRACTOR over NOW so it will be ready for 
SPRING WORK 


We are prepared to give you first class service on 

Wheel Alignment 
Greasing Trucks and Cars 
Paint and Body Work 


ill 


Many mjscolaneouB items—TRACTOR LIGHTS, TRACTOR 
BATTERIES, RADIO BATTERIES 6 VOLT RADIO 
GOOD SUPPLY OF CAR, TRUCK and TRACTOR T IRES 

OUR SERVICES ARE GUARANTEED 

RAYMOND DAHL BROS PHONE 115 


Bring your plumbing and 

heating troubles to us. 

We have every facility to 

solve every problem. 

ANDERSON 

Plumbing & Heating 


i 


ON DISPLAY!! 

SATURDAY Morning 
MARCH 29 



DODGE CUSTOM BUILT 

SEDAN at 

Karl W. Wilde 


JOHN DEERE SALES AND SERVICE 


RAYMOND PHONE 23 


FARMERS: 

The machines you 
have been waiting for; 

rf-O-lneyss 32 volt electric welder. 

Q- 32 volt, 1-3 h.p. motor. 

Hook them up to your 32 volt 
Lighting Plants. 

lA 1 Salei and &e?UMC ? 

. Sales with Service plus Satisfaction 

In the Cold Storage Plant 

FIRESTONE DEALER 


Special low Fares for caster on 
Canadian Pacific Railway lines arc 
announced by F.H. Ball, Ticket Ag¬ 
ent at Raymond. Special fore tickets 
will be available from Thursday 
April 3rd, to 2 p.m., Monday April 
7th and will be good to return leav¬ 
ing destination up to midnight of 
Tuesday, April 8th. 

On branch lines where there is 
no train service on April 3rd, tickets 


will be sold to commence journey 
on April 2nd. Similarly the return 
limit will be extended to make it 
“good on first available train" in 
cases where there is no train service 
on April 8th. 

The low rate of single fare and cn< 
third for the round trip will be good 
between all stations in Canada and 
in all classes of accomodation. 


FLATTERING FOOTWEAR 

TO Accent Your Spring Ensemble 

LADIES Pump*, LoaFcrs, Oxfords By DUCHAINE 
Look for the label, walk with confidence in a smarter 
style and a better quality shoe. 

Prices $4.95 th $6.95 


Mens' Lynn & Grad 

Oxfords 

$6.50 to $9.50 


Mens’ Loafers 

Brown Calf 

$5.25 


Burns' Footwear & Leathergoods 

YOUR STORE 


Modem ad *1 omewow- 


Is what you will say when you see and hoar 
the new DEFOREST Automatic Radio- 

Phonograph Console. Here is tone that 

is thrtllingly lifelike from the clear notes of 
the piccolo to the deep-throated voice of the 
bassoon. 

We invite you to see and hear this superb 
instrument in our store—without obligation 
of course. 


EHLERT & GIBB 

Buy where sales are backed by Service 


NEW!! 


RADIOS 

Battery and Electric 

Record Turntable & Records 

Shipment Just Arrived 


Our Garden Seeds 
Are on Display 
BUY Early 


STONES 



FOR QUALITY WORK 

CLOTHING shop at the 

BROADWAY . 

We carry G.W.G. and 
Kitchen Overalls & Shirts 
Valentine & Canada West 

Work Boots 

HANSEN SOX 

THE BROAD WAY 510RE 


n 






At last y n u can see the most talked of motion picture of the 
last decade 

“THE OUTLAW” 

. With JANE RUSSELL 

Showing FRIDAY and SATURDAY with 2 shows each night. 

..... Starting at 7 p.m. . 

NO CHILDREN ADMITTED 

Showing TUESDAY and WEDNESDAY next week 
Sammy Tufts — Barry Fitzgerald 

Gome Qa" 

also a musical western 

"SiHXf Me a £a+t<j, o-jj ^exad^' 

THURSDAY 

To Be Announced 

FRIDAY ai.d SATURDAY next week 
John Payne in 

'''Sentimental fjo-unsiey" 

SOON SOON SOON 

"Tallin *1 1946" 

In Technicolor. 

" CaLjjCVitUa" 

t * cchnieolor. 
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